134    DOCKETED ITEMS

9203200004 Advises that 910213 rev 15 to plant emergency plan, acceptable.
GREGER.LR. Region 3 (Post 820201). 92/03/13. SHELTON.D. Centerior Service Co.
1p. 60970:032-60970:032.

9203240048   Forwards   insp   rept   50-346/92-02   on   920107-0218   &   notice   of
viojation.ltem B of concern because personnel operated piece of plant equipment
which affected containment boundary w/o knowledge of operating crew.
KNOP.R.C. Region 3 (Post 820201). 92/03/13. SHELTON.D. Centerior Service Co.
3pp. 61053:155-61053:175.

-9203240061 Insp rept 50-346/92-02 on 920107-021 S.Violations noted. Major areas
inspected:licensee actions on previous insp findings.LER followup.plant
operations,followup of events, radiological controls.emergency preparedness & securi-

JACKIW.I.N. Region 3 (Post 820201). 92/03/13.16pp. 61053:160-61053:175.

9203250326 Forwards Rev 12 to industrial security plan.Rev withheld (ref 10CFR73.21).
SHELTON.D.C. Centerior Energy. 92/03/17. Document Control Branch (Document
Control Desk). 1p. 61163:070-61163:070.

J. Insurance ft indemnity information

9203100177 Forwards listing of nuclear property insurance coverage, detailing
insurers.policy numbers & coverage limits.

EDELMAN.M.R. Centerior Energy. 92/03/02. Document Control Branch (Document
Control Desk). 2pp. 60898:341^60898:342.

M. Antitrust correspondence

9203090048 Order CLI-92-06.* Ohio Edison Co motion for reconsideration of CLI-91-
1 S.requesting that Commission vacate order & allow proceedings to continue the
same as prior to suspension, denied.W/Certificate of Svc.Served on 920305.
CHILK.SJ. Office of the Secretary of the Commission. #192 12660. 92/03/05. Ohio
Edison Co. 11 pp. 60832:054-60832:064.

9203110041 NRC Staff answer in opposition to applicant motion for summary disposi-
tion & NRC Staff cross motion for summary disposition.* NRC requests that motion
for disposition on bedrock legal issue be denied.W/Certificate of Svc.
HOM.S.R. Office of the General Counsel (Post 860701). #192 12679. 92/03/09.
Atomic Safety & Licensing Board Panel. 35pp. 60850:033-60850:072.

9203110062 Brief of American Municipal Power-Ohio,Inc in opposition to applicants
motion for summary disposition & cross-motion for summary disposition.* Requests
that ASLB reject applicants request & terminate proceedings/Certificate of Svc.
STRAUSS.S.H. American Municipal Power-Ohio, Inc. STRAUSS.S.H. Spiegel &
McDiarmid. #192 12673. 92/03/09. Atomic Safety & Licensing Board Panel. 44pp.
60850:115-60850:158.

9203110073 Alabama Electric Cooperative combined cross-motion for summary disposi-
tion & response to applicants motion for summary disposition,* Applicants request for
further hearing should be denied.W/Certificate of Svc.

MACGUINEAS.D.B.. BOSKEY.B.. KLEIN.M. Alabama Electric Cooperative, Inc. #192
12677. 92/03/09. Atomic Safety & Licensing Board Panel. 30pp. 60850:159-
60850:188.

9203120298 Response of DOJ to applicant motion for summary disposition.* Urges
ASLB to resolve bedrock legal issue in negative & concludes that Commission pos-
sess legal authority to retain license conditions.W/Certificate of Svc.
SCHECHTER.M.C., FONES.R.W., URBAN,J.R. Justice, Dept. of. #192 12682. 92/03/
09. Atomic Safety & Licensing Board Panel. 21pp. 60886:021-60886:041.

9203200266 Applicants motion to amend summary disposition schedule.* Applicants re-

CHARNOFF.D.B. Ohio Edison Co. CHARNOFF.D.B. Shaw, Pittman, Potts & Trow-
bridge. MURPHY.J.P. Cleveland Electric Illuminating Co. #192 12712. 92/03/18.
Atomic Safety & Licensing Board Panel. 6pp. 60976:302-60976:307.

9203200298 Order.* (scheduling oral argument on parties summary disposition
filings).Board prefers to hear argument from one counsel for each util.W/Certificate of
Svc.Served on 920319.

MILLER.M.E. Atomic Safety & Licensing Board Panel. #192 12713. 92/03/19. Ohio
Edison Co. 4pp. 60977:001-60977:004.

9203260032 Order (ruling on applicants motion to amend summary disposition schedule
& rescheduling oral argument on parties summary disposition filings).* Applicants
motion granted in partCertificate of Svc encl.Served on 920320.
MILLER.M.E. Atomic Safety & Licensing Board Panel. #192 12717. 92/03/20. Ohio
Edison Co. 5pp. 61084:258-61084:262.

9203110028 Motion for summary disposition of intervenor.city of Cleveland.OH &
answer in opposition to applicant motion for summary disposition.* City of
Cleveland.OH & applicant motions should be denied.W/Certificate of Svc.
GOLDBERG.R., STROTHER.C.D. Ohio, State of. GOLDBERG.R. Goldberg, Fieldman
& Hjelmfelt. #192 12674. 92/03/31. Atomic Safety & Licensing Board Panel. 101pp.
60849:286-60850:025.

P. Operating license stage documents ft correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to ail licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203030185 Confirms plans for 920303 meeting to present initial SALP rept for
plant.NRC encourages appropriate corporate & plant mgt representation to ensure
mutual understanding of issues. Meeting open to interested parties & observers.
GREENMAN.E.G. Region 3 (Post 820201). 92/02/19. SHELTON.D. Centerior Energy.
SHELTON.D. Toledo Edison Co. 2pp. 60754:217-60754:218.

9203090352 Forwards info re updated status of implementation of actions in response
to Generic Ltr 88-17, "Loss of DHR." Implementation completed prior to entry into
reduced inventory conditions of refueling outage 7.

SHELTON.D.C. Centerior Energy. 92/02/28. Document Control Branch (Document
Control Desk). 29pp. 60868:211-60868:239.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station).re reactor vessel structural integrity,10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001 -61085:012.

9203190262 Notification of 920325 meeting w/util in Rockville.MD to discuss overview
of IPE program for plant.

HOPKINS.J.B. Project Directorate HI-3. 92/03/09. HANNON.J.N. Project Directorate
III-3. 2pp. 60971:189-60971:190.

9203240064 Forwards amend 170 to license NPF-3 & safety evaluation. Amend revises
Tech Specs to relocate procedural details of current RETS to ODCM & PCP.
HOPKINS.J.B, Project Directorate III-3. 92/03/09. SHELTON.D.C. Toledo Edison Co.
2pp. 61069:121-61069:163.

-9203240068 Amend 170 to license NPF-3,revising Tech Specs to relocate procedural
details of current RETS to ODCM & PCP.
HOPKINS.J.B. Project Directorate III-3. 92/03/09. 37pp. 61069:123-61069:159.

-9203240073 Safety evaluation supporting amend 170 to license NPF-3.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/09. 4pp.
61069:160-61069:163.

9203190289 Forwards application for amend to License NPF-3,changing TS 3.4.11,
"Reactor Coolant Sys - Reactor Coolant Sys Vents" & TS 6.9.2, "Reporting Require-
ments - Special Repts."

SHELTON.D.C. Centerior Energy. 92/03/13. Document Control Branch (Document
Control Desk). 4pp. 61060:333-61060:350.

-9203190292 Application for amend to License NPF-3,changing TS 3.4,11, "Reactor
Coolant Sys - Reactor Coolant Sys Vents" & TS 6.9.2, "Reporting Requirements -
Special Repts."
SHELTON.D.C. Centerior Energy. 92/03/13. 8pp. 61060:336-61060:343.

-9203190294 Proposed Tech Specs 3.4.11, "RCS - RCS Vents" & 6.9.2, "Reporting
Requirements - Special Repts."

* Centerior Energy. 92/03/13. 8pp. 61060:344-61060:350.

9203240084 Confirms plans for 920327 mgt meeting w/util in Glen Ellyn, IL to discuss
special circumstances surrounding plant trip of 920301 & other items of mutual inter-
est.

GREENMAN.E.G. Region 3 (Post 820201). 92/03/17. SHELTON.D. Toledo Edison
Co. SHELTON.D. Centerior Service Co. 1p. 61053:317-61053:317.

9203260180 Forwards notice of consideration of issuance of amend to license & oppor-
tunity for hearing re 920313 application.

HOPKINS.J.B. Project Directorate III-3. 92/03/18. SHELTON.D.C. Toledo Edison Co.
3pp. 61093:088-61093:099.

-9203260187 Notice of consideration of issuance of amend to license NPF-3 & pro-
posed NSHC determination & opportunity for hearing.Amend would allow continual op-
eration in event that RCS loop 1 vent path or loop 2 vent path inoperable.
HQPKINS.J.B, Project Directorate III-3. 92/03/18. 8pp. 61093:091-61093:098.

-9203260189 Forwards FR notice re application to amend license for plant.
HALL.J.R. Project Directorate III-3. 92/03/18. GIRARD.M. Office of the Federal Regis-
ter. 1 p. 61093:099-61093:099.

9203300002 Forwards request for temporary waiver of compliance from TS 3.4,11 re
RCS - RCS vents to avoid placing plant through thermal transient due to shutdown
requirements. Repair work will require 80 h working round-the-clock.
SHELTON.D.C. Centerior Energy. 92/03/20. MURLEY.T.E. Office of Nuclear Reactor
Regulation, Director (Post 870411). 10pp. 61164:273-61164:289.

-9203300003 Proposed TS 3.4.11 re RCS - RCS vents.

* Centerior Energy. 92/03/20. 7pp. 61164:283-61164:289.

9203300115 Forwards  description  of B&W Fuel  Co computer codes under NRC
review.Benefits associated w/implementation of improved methodologies significant to
facility.Any delay in approval of topical repts will impact core design for Cycle 9.
SHELTON.D.C. Centerior Energy. 92/03/21. Document Control Branch (Document
Control Desk). 3pp. 61165:024-61165:026.

Q. Inspection reports, IE Bulletins & correspondence

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York. Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co, of New York, Inc. 9pp. 60838:215-60838:223.

9202190038 NRC Info Notice 92-015. "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.1109:163.80:254.
